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Dear 
Sir/Madam 

We are glad to introduce ourselves as a group of talented engineers dedicated to air- 
conditioning (HVAC) system. S.V.AIRTECH PVT.LTD is a company, which focuses only 
on providing the air-conditioning solutions, thru sales and servicing of air conditioners. S.V. Airtech 
is still a young and professional company, even though it has grown many folds. We thankfully 
attribute our growth to our customers who seek our products and services repeatedly. 
The growth of S V Airtech . is testament to the efforts of Proprietors and their ambition to create a 
dynamic development company capable of excelling in an increasingly competitive market. 


We are engaged in all air-conditioning applications and our services range from ductable units to 
massive Central air-conditioning plants. We also serve to provide Clean room for various 
purposes. 


We have a full-fledged team of professional design, sales and service engineers equipped with 
modern technology to enable us to extend our services in a much better & adorable way. We are 
constantly in touch with the recent development in the field of air-conditioning & include them in 
our design. 

We have just stepped in the business of air-conditioning rather we were associated with 
this field for quite a long time. In this short span of time, we are able to establish ourselves 
as a professional project engineering company. We are the Associate partner/ Authorized Preferred 
Corporate Dealer Of Hitachi Home & Life Solutions India Ltd. (A group of HITACHI 
Japan) world’s leading manufacturers of A/C equipment., we have been catering to our clients 
with quality commitments and customer satisfaction with competitive prices. Fulfilling our 
customers’ demand for the best quality products engineered/supplied to their specifications and 


requirements continue to be our veiled secret of success. 


Visit at: www.svairtech.in CALL US 09871153420, Tel No- 011 44468651 
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We have executed projects not only in Delhi & its outskirts but all over India for reputed 
companies. We are specialized in hospital and Central air-conditioning plants doing air- 
conditioning of operation theaters and other sensitive areas. 


Our quality & the workmanship is good and we adhere to the specifications with respect 
to time and materials. We are capable of taking any amount of contract & we are 
well financially sound. The efforts put in by our team in Design, manufacture 
& commissioning of A/C & clean room are commendable. We have a wide range of ductable 
units / chillers to suit any requirement rather we are well versed to design any other system to 
cope with any adverse situation. 


Our motto is to provide cost oriented design & air-conditioning system that gives trouble- 
free operation resulting in customer satisfaction. Whenever you contact us you’ll be in touch with an 
experienced HVAC engineers to set all your doubts at rest & answer all your queries. We 
strive to maintain customer satisfaction & excellent services. 


We are confident with our above mentioned techniques & backed up with 
satisfied customers we will be able to do a very good job up to your entire satisfaction. 


Thanking you and assuring our best attention all the times. For 


S.V.AIRTECH PVT.LTD 
Vijay Singh. 

09871153420 
011-44468651 


Visit at: www.svairtech.in CALL US 09871153420, Tel No- 011 44468651 
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© S.V.AIRTECH PVT.LTD as a HVAC Consultants & Contractors Company: 


e A company, which is in the field of HVAC Contracting, need not 
necessarily be a Dealer of any company. As there is no concept of 
Dealariasation of this business. 

e This fact is fully supported, by the fact that, Various worldwide 
Chiller Manufacturers, such as TRANE, YORK Etc. doest not have 
executing dealers in India, and are selling their chillers in India, thru 
their Sales Offices and The LOWSIDE Work is executed by the 
HVAC Contractors, such as us. 

e Further to this, fact remains that, worldwide, Chilled Water Lowside 
work is executed by HVAC Contractors, during/simultaneously with 
the constructions work of the building and Chillers machines are 
bought, at the final stage of building, as per the convenience and 
best suitable Make to customer. 


S.V.Airtech Pvt Ltd primarily focuses on the corporate and commercial markets. These 
include institutional, industrial and government organizations as well as commercial 
establishments such as showrooms, restaurants, banks, hospitals, shopping malls and boutiques. 


In accordance with the nature of products and markets, business drivers, and competitive 
positioning, the lines of business of S.V.AIRTECH PVT.LTD can be segmented as follows: 


Designs Team: We also have in-house HVAC design team, to support in our execution work. 
We have permanent in house qualified Engineers. We have 15 senior and 15 junior, 

permanent, technicians for various jobs involved in air- conditioning. Other than sufficient 

numbers of skilled and semi-skilled Ducting fabrication, Chilled Water piping fitters, welders, and 


ancillary work executing teams 


Visit at: www.svairtech.in CALL US 09871153420, Tel No- 011 44468651 


S.No. PERSON EXPERIENCE DISCIPLINE 


1 Vijay Singh B.Tech. (Mech.) 19 YEARS DESIGN & PLANNING ENGINEER 

2 santosh Kumar 17 YEARS SENIOR SALES ENGINEERS 

3 K.S.BIST 20 YEARS DESIGN & PLANNING ENGINEER 

4 ABDUL RAQUIB 16 YEARS PROJECT HVAC(B.Tech. Mech. ) 
i i PROJECT ENGINNER 

5 nets SINGH (Diploma in 10 YEARS 


ANUPAM DWIVEDI 


6 10 YEARS _—_ [SENIOR SALES (MBA MARKETING) 
7 |AMARJEET KUMAR 

8 

9 


04 YEARS = |PROJECT ENGINEER 
06 YEARS = |PROJECT ENGINEER 


JANKIT SINGH 


15 YEARS  |CLEAN ROOM DESIGN ENGINEER 
10 YEARS |SITE SUPERVISOR 

11 = =JRAM LAKHAN 20 YEARS {ERECTION (DUCTING) 

12  |OM PRAKASH 15 YEARS —_|ERECTION (DUCTING) 


| 

JAVED IQBAL 
12 |ASIF AHAMED 04 YEARS |DRAFTSMAN 

| 

| 


10 [AJAY YADAV 


13. |INOOR AHAMED 15 YEARS  |SERVICE ENGINEER 

14 |DANISH AHAMED 15 YEARS  |SERVICE ENGINEER 

15 IRJENDER KUMAR 20 YEARS  /|DUCT ERECTION SUPERVISOR 
16 IRAKESH KUMAR 10 YEARS = |CHILLD WATER, WELDERS 


17‘ |R.S.YADAV 20 YEARS ~—|CHILLD WATER FITTERS. 
18 {KRISHNA 20 YEARS ~—|CHILLD WATER FITTERS. 
19 [SANJAY KUMAR 20 YEARS {ERECTION (INSULATION) 
20 = =|MOHSIN 12 YEARS = 3 PHASE TECH. 


21 IMOEN KHAN 15 YEARS SENIOR 3 PHASE TECH. 
ae KUMAR 07 YEARS {3 PHASE TECH. 


HARUN 10 YEARS |ACCOUNT & ADMIN. 
ABHISHEK 20 YEARS |SENIOR ACCOUNT MANAGER. 


List of Our Few Corporate Customers, for whom we have provided Design, Supply, Erection, 


Testing, Commissioning, in Heating Ventilation & Air-conditioning, for their Various Projects and 


more than 80% are our Repeat Clients: 


AMOUNT 
S.No. CLIENT TONNAGE (in Lakh) 
1 Maharaja Agarsen Heart Institute & Research Centre | 150 TR Rs. 52.50 
2 Bimal Hospital Pvt. Ltd. 60 TR Rs. 18.00 
3 Diamond Hospital Palwal (Haryana) 120 TR Rs. 52.30 
4 Prosoft Services Pvt. Ltd. NOIDA (U.P.) 35 TR Rs. 10.50 
5 RD Sons 50 TR Rs. 17.50 
6 Tecnia Institute Of Advanced Studies (Air-Cooling) 10,000 CFM Rs. 1.40 
7 Rotomac Pens & Gift 12 TR Rs. 3.60 
8 Agrani Convergence Ltd. Kanpur (U.P) 20 TR Rs. 6.00 
9 Nescafe Barista Kanpur (U.P) 12 TR Rs. 4.80 
10 Rukmani Banquet 67 TR Rs. 22.00 
11 Retreat Motel Pvt. Ltd. Alipur G.T.Karnal Road 80 TR Rs. 21.00 
12 SGS Pharmaceuticals Pvt. Ltd. (CLEAN ROOM ) 30.0 TR 
Pohana, Roorkee (Uttaranchal) Rs. 46.00 
13 Hamdard (Wakf ) Laboratories (CLEAN ROOM ) 36.0 TR 
Ghaziabad (Uttar Pradesh) Rs. 32.00 
14 International Electron Devices Ltd. 110TR 


Prestigious customers 


Order Value/Area/Capacity 


* 


Satyam Infoway Ltd. 


100+ Tonnes 


* 


Cosmic group 


200+ Tonnes 


* 


Rudra buildwell 


120 + Tonnes 


Dearch Enterprises 


200+ Tonnes 


SMC Global Securities Ltd 


200+ Tonnes 


Delhi Public School 


150+ Tonnes 


Delta Energy Systems (India) Pvt.Ltd. 


175+ Tonnes 


Globe Capital Market Ltd. 


125+ Tonnes 


Spry space Solutions Pvt.Ltd 


100+ Tonnes 


Gulati Caterers Pvt. Ltd. 


125+ Tonnes 


Advant IT Park Pvt, Ltd.Noida. 


200+ Tonnes 


Devyani International Ltd (PHD,KFC) 


150+ Tonnes. 


Logix InfoTech Park Noida. 


500 Tonnes 


Puma Sports India Pvt.Ltd. 


150+ Tonnes 


J.P.Capital Services Ltd. 


100+ Tonnes 


International Institute of Hotel Management. 


100+ Tonnes 


O.K. Housari 


130+ Tonnes 


Vertex Customer Service India Pvt.Ltd ( Pune) 


103+ Tonnes 


Vertex Customer Service India Pvt.Ltd ( Mumbai) 


120+ Tonnes 


R.N Infrastructure Ltd 


100+ Tonnes 


TIL Ltd. 


100+ Tonnes 


Citation Info wares Limited 


116+ Tonnes 


Rameshwar Outlets 


100+ Tonnes 


Needs Super Mart Gurgaon 


100+ Tonnes 


* Intertek India Pvt.Ltd 85+ Tonnes 
* Incept Project & Services 300+ Tonnes 
* | Vam Organic Chemicals Ltd. (Jubilant) 40+ Tonnes 
* | American Soybean Association 50+ Tonnes 
i Royal & Sun alliance Insurance 50+ Tonnes 
* Luxor Group 75+ Tonnes 
* Lufthansa German Airlines 50+ Tonnes 
iJ Swasno Hotels 80+ Tonnes 
= Okytee Gurgaon 20+ Tonnes 
* | Vertex Customer Service India Pvt.Ltd ( Jaipur) 33 Tonnes 
* | Vertex Customer Service India Pvt.Ltd ( Mumbai) 120 Tonnes 


Order Value/Area/Capacity 


Prestigious customers 


* | Vertex Customer Service India Pvt.Ltd ( Cochin) 70+ Tonnes 
ii NCPL 50+ Tonnes 
. Simply Fundu Restaurants ( Nulon Impex) 50+ Tonnes 
* N.N Project Ltd. 450.0 Tr. 

= Cocoberry 15+ Tonnes 
ii Indian Industrial Garment Machineries Ltd. 50+ Tonnes 
* LT Overseas Ltd. (Daawat Rice) 50+ Tonnes 
* | VLCC 50+ Tonnes 
* Home Stores 60+ Tonnes 
= GMR Group 40+ Tonnes 
7 Rose india pvt. Ltd, Vatica tower Gurgaon 20,000 CFM 
* Star Wood Hotels Vatica Tower Gurgaon 20,000 CFM 
i Protivitvi Vatica Tower Gurgaon 30,000 CFM 
* | GMR Group. 12,000 CFM 
i Odyssey Impax Pvt.Ltd.Gurgaon. 10,000 CFM 
J Pitney Bowes MapInfo Sec-62 Noida. 65,000 CFM 
* | Alpin International Gurgaon 25,000 CFM 
si Advant IT Park Pvt, Ltd.Noida. 90,000 CFM 
= Segaferido 5,000 CFM 

* Pailogix Sector-62 Noida (DLF) 18000 CFM 

* Good Year Tyers Ltd Faridabad 450 Tones 

* | Akshay Vanijya & Finance Pvt.Ltd 45000 SQFT. 
* Devyani International Ltd (PHD,KFC) 1,10000 CFM 
7 | 3 space pvt.ltd(IREDA OFFICES) 15,000 SQFT. 
* Connaught Plaza Restaurants Pvt/Ltd (McDonalds) Dwarka. Delhi. 
* Connaught Plaza Restaurants Pvt/Ltd (McDonalds) Gurgaon. 

* Indo offices Solutions Sector-62 Noida (DLF) 25000 CFM 


KLM Cargo 


Cargo Offices 


Siemens Public Comm. Services Ltd. 


Data Center 


Advant It park Pvt.Ltd 


200+ Tonnes 


Cosmic Nautaracos Solutions Pvt.Ltd (baddi) 


40,000 SQFT. 


Khaitan & Co. 


100+ Tonnes 


Bata Group ( Kolkota) 


1,00000 SQFT. 


Vector Projects (i) Pvt.Ltd. 


150+ Tonnes 


- Methodex System Ltd. 200+ Tonnes 
ba Sharat Infrastructure Pvt.Ltd 60+ Tonnes 
7 Nulon India Ltd. 100+ Tonnes 
- Octavo Solutions 70+ Tonnes 
i Cambridge University (delhi) 40,000 CFM 
. Excl Motors Pvt.Ltd 50+ Tonnes 
i Booking .com 7000 SQFT. 


Prestigious customers 


Order 


Value/Area/Capacity 


- Saroj Hospital ( Rohini Delhi) 


100+ Tonnes 


7 Jambo Electronics 10 Show Room Pan India 
* Nasair 50+ Tonnes 
i SRB Group ( Noida) 50+ Tonnes 
i Brawn Globus ( Noida) 50+ Tonnes 
* Power Finance Corporation Ltd 14,000 SQFT. 
* Inshorts Media Labs Pvt Ltd 12,000 SQFT. 
= The Marks &Spencer (Guwahati) 25,000 SQFT. 
- The Marks Spencer ( Lukhnow) 3,000 SQFT. 
ii Dolphin Space System 25,000 SQFT. 
= Aar Gee Formulations (Baddi) ( CLEAN ROOM ) 1.5 Cr 
= SIS security Itd,Noida ,Grugaon, delhi 50 Lac 
* Haldia Petrochemicals Itd (Kolkata) 35,000 SQFT. 
C/O Cherry Hill Interior Limited 80 Lac 
- Here Solutions India Ltd C/O Cherry Hill Interior Limited 25,000 SQFT. 
7 Cam C/O Cherry Hill Interior Limited 15000 SQFT. 
‘i Godrej housing C/O Cherry Hill Interior Limited 12000 SQFT. (100 Tr) 
i Max india Ltd. C/O V Civilnet India Pvt.Ltd 10000 SQFT. 
n Artech Infosystems Pvt. Ltd (Bhopal) 10000 SOFT. 
C/O V Civilnet India Pvt.Ltd. 
* Ancorotti Cosmetics India Pvt Ltd Baddi( CLEAN ROOM ) 95 lac 
- Polycom India Cyber City, DLF Gurgaon. 10,000 SQFT. 
= Railtel corporation of india limited 25000 SQFT. 
7 Dr.Oetker India Private Limited Okhla Phase 3 15,000 SQFT. 
Landis+Gyr Noida 25000 SQFT. 
gs Security and Intelligence Services (SIS) Okhla 8000 SQFT. 
i ThinkSys Software Private Limited. Noida 25000 SQFT. 
a Sri Vishwakarma Skill University Sector-44 Gurgaon 30000 SQFT 
* Indian Institue of Public Administration IP Estate New Delhi | 50+ Tonnes 
. Maruti Suzuki India Ltd. Jaipur Rajasthan 20000 SQFT 
* Oriental Insurance Company Ltd. NBCC Kidwai Nagar Delhi | 60000 SQFT 
- Great Learning Orchid Center Sector-54, Gurgaon 35000 SQFT 
7 Aecom India Private Limited Bangalore 2500 SQFT 
= Mc-Graw Hill Candor Tec space Sector-62 Noida 35000 SQFT 
* Embassy of Ireland —New Delhi 20000 SQFT 
* JSW Steels Ltd - Bawal 8000 SQFT 
* Public Health Foundation of India -62 Gurgaon 6500 SQFT 
* Clove Dental — New Delhi 28000 SQFT 
* Income Tax Appellate Tribunal world trade center - New 75000 SQFT 
Delhi. 


And many more small and medium corporate; high net worth individuals; and 


large no. of highly satisfied individuals............!! 


